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IDEALIST LOGS 
REFS 

1. PROBLEMS ENCOUNTERED WITR^.U? DATED’*- SEXTANTS AREs 
A. EXCESSIVE TENSION ON EL EVASION wbRM GEAR, 

a. EXCESSIVE BACK LASH BETWEEN; 0.ELAT TVE BEARING FACE GEAR AND 
IDLER SPUR GEAR CAUSING ERROR IN HEADING'- • . 

Co UNABLE TO KEEP BUBBLE SIZE CONSTANT BY ADJUSTING THERMOSTAT. 

2. WE HAVE FIVE "UP DATED" SEXTANTS, S/N 504, 505, 5 15, 517 AND 
518 AND ALL REQUIRED MAINTENANCE ON BUBBLE ASSEMBLY EXCEPT S/N 

518. ALL PROBLEMS TO DATE HAVE BEEN SOLVED EXCEPT BUBBLE MALFUNCTION 
WHICH^^^^^iAS ASSURED A SOLUTION ASAP. • 
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